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and weighed, any increase in weight being due to absorption
of oxygen. More recently Ditmar1 has investigated the
process and suggested an alteration in procedure, though it
cannot be said that the alteration makes for simplicity or is
likely to at once carry conviction to those who have looked
upon Weber's method with some degree of suspicion as to
its general reliability.
1 Gfummi Zeituny.